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78 MECHANICS. 

lower jaw, presses down the intervening piece of tin, and 
thus gives it the form of a hollow semi-cylinder, in which 
state it is ready to receive the end of the lace. Thus, by 
merely closing the shears, the tag is not merely cut off 
but receives the necessary degree of curvature. 

The instrument has been in use for some time by a 
manufacturer, and is found to produce four times as many 
tags as can be made in a given time by the usual way. 



No. IV. 

BLIND FOR CIRCULAR-HEADED WINDOWS. 

The Silver Vulcan Medal was this session presented 
to Mrs. Henry Goode, o/Ryde, in the Isle of Wight, 
for her Blind for circular-headed Windows; a model of 
which has been placed in the Society's repository. 

Semicircular windows, and rectangular windows with 
semicircular heads, are common in modern churches and 
chapels, and in most rooms for public meetings, as well as 
occurring occasionally in private houses. In the square 
parts of such windows, blinds of various well known con- 
structions are inserted, in order to exclude, when necessary, 
the rays of the sun ; but the heads are either left without 
blinds, or are fitted with awkward and imperfect contriv- 
ances to effect the desired object. Mrs. Goode's blind 
answers its purpose very effectually, and is both neater 
than any other, as well as sufficiently simple to recom- 
mend itself to general adoption. 
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Fig. 1, plate II. is an elevation of the arch of a window; 
a a a metal tube, bent so as to fit the head of the window, 
and serving as a circular curtain rod : this tube is open all 
along the upper edge, as shown in the section fig. 6 ; the 
ends fit into holes at b and c, made through the window- 
bar d : at b a pulley is fixed, corresponding with the holes 
and bore of the bent tube a ; an endless band eee, figs. 
1 and 2, enters the tube a by tho end c, goes out at the 
other end, passes under the pulley b, then crosses the win- 
dow below the bar d, passes over the pulley c, and the 
spring catch pulley f. 

In order to make the blind, a piece of cloth is taken a 
little wider than the height of the arch, and rather longer 
than its circumference, and is folded like a fan, as shown 
in fig. 2 ; a nail is then passed at the bottom, through all 
the folds, into the middle of the window bar at d, forming 
a centre to the semicircular tube a a ; holes are made at 
the other end in the folds, which allow the blind to slide 
along the tube, as shown in figs. 4 and 5 (where the tube 
is removed) ; the bottom fold is tacked to the window bar 
near the end b, fig. 5; two pieces of tape connect the 
upper fold with the endless band, by passing through the 
split tube, as shown in figs. 3 and 4. 

The blind is drawn over the window, or withdrawn from 
it, according as one side or the other of the endless band 
is pulled, as in the common roller blind. 



